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Lydford Gorge. Through Lydford Gorge rolls and 
tumbles Lydford Fall, a water-slide in its upper part,which 
has a total height of about 100 feet. Though a mere rift 
in the rock, the defile is exceedingly picturesque whether 
seen from the bridge above or the path below, and the 
Fall is the finest in the South of England. 
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